
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



September 24, 1897 1012 

Smallpox in the United States, etc. — Continued. 



Places. 


Date. 


Cases. 


Deaths. 


Remarks. 


New Mexico : 




1 

5 

2 






New York : 


Apr. 24-June26.... 
Apr. 17-May 15...... 


2 
1 
2 
10 
3 
3 

2 
1 






Smallpox reported. 








July 4-July24 






Ohio: 


June 1-June SO..... 


14 
4 

1 

21 
3 
1 

1 

1 




Pennsylvania : 

Drifton 




Tennessee : 


Apr. 1-June26 

July 4-Julyl7 

Feb. 6 


















Washington : 








Mar. 1 















Report of immigration at Boston for the week ended September 18, 1897. 



Office of TL S. Commissioner of Immigration, 

Port of Boston, September 18, 1897. 

Number of alien immigrants who arrived at this port during the week ended September 18, 1897 ; 
also names of vessels and ports from which they arrived. 



Date. 



Sept. 12 

Do 

Sept. 13 
Sept. 14 

Do 

Sept. 15 
Sept. 16 

Do"!!! 
Sept. 17 
Sept. 18 

Do-... 

Do 



Vessel. 



Steamship Yarmouth 

Steamship Belvidere 

Steamship Halifax 

Steamship Lancastrian 

Steamship Prince Edward... 

Steamship Boston 

Steamship Yarmouth 

Steamship Olivette 

Steamship Pro Patria 

Steamship Prince Edward... 

Steamship Boston 

Schooner Minnie Louise 

Steamship St. Ronans 



Total.. 



Where from. 



Yarmouth, Nova Scotia.. 
Port Antonio, Jamaica... 

Halifax, Nova Scotia 

Liverpool, England 

Yarmouth, Nova Scotia... 

do 

do 

Halifax, Nova Scotia 

St. Pierre, Miquelon 

Yarmouth, Nova Scotia.. 

do 

Arichat, Cape Breton 

London, England 



No. of im- 
migrants. 



192 

4 

131 

3 

46 

62 

170 

72 

5 

127 

109 

5 

5 



George B. Billings, 
TJ. S. Gommissixmer of Immigration. 



